To: 

Rodriguez,  RayfRodriguez. Ray@epa.gov] 

From: 

Shanahan,  Mike 

Sent: 

Tue  8/11/2015  5:20:19  PM 

Subject: 

Pay  Cap 

Ray, 

I am  submitting  the  Pay  Cap  lift  for  the  emergency  response  to  the  Gold  King  Mine  spill  for  R8 
and  R9.  I want  to  include  R6  as  well  since  you  will  be  responding  too.  Please  send  me  a 
spreadsheet  with  the  individual  employees  and  EPID  numbers  signed  by  you  certifying  these 
folks  need  the  lifted  pay  cap  and  I will  work  it  through  our  SSC  and  OCO.  Our  DRA  will  call 
your  DRA  to  let  him  know. 


Mike 


Mike  Shanahan 

Director,  Human  Resources  (HRO) 
Mail  Code  8-HR 

Technical  Management  Service  (TMS) 
U.S.  EPA  Region  8 

i 595  Wvnkoop 
Denver.  CO  80202 
Office:  303-3  12-6121 
Gov’t  Cell:  303-917-0590 
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